To:  Delgado,  Eric[Delgado. Eric@epa.gov];  McComb,  MartinfMcComb. Martin@epa.gov]; 

Janine.Latham@WestonSolutions.com[Janine.  Latham@WestonSolutions.com] 

Cc:  Turner,  Philip[T urner. Philip@epa.gov];  Restivo,  Angela[Restivo.Angela@epa.gov];  Loesel, 

Matthewfloesel. matthew@epa.gov];  Rauscher,  Jon[Rauscher. Jon@epa.gov]; 
kris.fuller@westonsolutions.com[kris. fuller@westonsolutions.com] 

From:  Nattis,  Randy 

Sent:  Sun  8/9/201 5 1 :49:54  PM 

Subject:  Re:  King  Gold  - water  screening  levels 

it  may  take  a little  bit  to  confirm,  but  I will  let  you  know  as  soon  as  I hear  back. 


Thanks, 

Randy  B.  Nattis 

Federal  On  Scene  Coordinator 

U.S.  EPA  Region  9 

75  Hawthorne  Street,  8th  Floor 

San  Francisco,  CA  94105 

nattis.randy@epa.gov 

Phone -(415) -940-1 108 -Cell 


From:  Delgado,  Eric 

Sent:  Sunday,  August  9,  2015  6:30  AM 

To:  McComb,  Martin;  Nattis,  Randy;  Janine.Latham@WestonSolutions.com 

Cc:  Turner,  Philip;  Restivo,  Angela;  Loesel,  Matthew;  Rauscher,  Jon;  kris.fuller@westonsolutions.com 
Subject:  Re:  King  Gold  - water  screening  levels 

Marty/Randy, 

Will  you  confirm  that  these  are  the  benchmarks  that  all  the  regions  agreed  to? 

These  are  the  ones  our  EU  said  we  will  use  for  the  R6  data  summary  tables. 

Janine/Kris, 

Let's  load  these  benchmarks  to  the  DB  for  our  reporting  queries. 

Thanks 

Sent  from  my  iPhone 

On  Aug  8,  2015,  at  19:00,  Rauscher,  Jon  <Rauscher.Jon@epa.qov>  wrote: 


Water  Screening  Levels 

1 . Drinking  water  - MCLs  (http://water.epa.gov/drink/contaminants/index.cfm) 
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2.  Recreational  - 60  days  river  guide  - see  attached  file  “Recreational  RSL  ...” 

3.  Aquatic  life  - see  attached  file  “Animas  River  (NM)”  - Aquatic  life  - acute  and 
chronic  columns 


Thanks,  Jon  Rauscher 
214-803-7344 

<Recreational  RSL_mckean080815_V2.xlsx> 
<Animas  River  (NM)  - WQC.xlsx> 
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